Brief comment text:

I am a Meshtastic user, and it is my understanding that NextNav's proposal will interfere with the 900 MHz band, which Meshtastic uses. I am in opposition to reserving the unlicensed portion of that band, because Meshtastic is a truly exciting technology that could have many potential benefits, widely distributed to regular people. Please do not interfere with the 900 band as NextNav proposes, and instead leave this unregulated portion of the spectrum open so that the rest of us can use it. Thank you!
